Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 STATE 129379 

62 

ORIGIN HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 /024 R 

66615 

DRAFTED BY DHEW/FDS/JRWEINROTH, M.D. 

APPROVED BY OES/SCI/BMP:MBEAUBIEN 
EUR/NE:WABUELL (INFO) 

DHEW/OIH/MACODDING 

038023 

R 032214Z JUN 75 
FM SECSTATE WASHDC 
TO AMEMBASSY LONDON 

UNCLAS STATE 129379 

E.O. 11652:N/A 
TAGS: OTRA, TBIO, UK 

SUBJECT: FDA REPRESENTATIVE MAKING SITE VISIT 

1. FDA ADVISES THAT DR. BERNARD SCHLEIEN, TECHNICAL 
ADVISOR. OFFICE OF MEDICAL AFFAIRS. BUREAU OF 
RADIOLOGICAL HEALTH, WILL BE IN ENGLAND JUNE 10 - 15. 1975. 

2. DR. SCHLEIEN WILL MEETWITH DR. ROY ELLIS AT THE 
UNIVERSITY OF LEEDS. AND WILL DISCUSS JOINT DEVELOPMENT AND 
PUBLICATION OF A SYSTEM FOR THE ESTIMATION OF ACTIVE 

BONE MARROW DOSS FROM MEDICAL X-RAYS. 

3. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. 
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